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MONTHLY REPORT 

1 July - 31 July 1962 

Materiel Support Branch 
Engineering Staff 


I. PROJECTS AND ACTIVITIES 


25X1 A 
25X1 A 


25X1 A2d1 


25X1 A6a 


25X1 A6a 
25X1 A6a 


1* Communications Supply Information Letter No. 33 was prepared 
and forwarded to the field and to various Headquarters elements. 

2. Reports were received from the field, and the 

Worldwide ^^^^^Report was compiled and distributed to interested Head- 
quarters components for planning purposes. 

each 100 Kw General Motors Diesel Generators were ordered 
bo supplement that Project’s power requirements. Four units 
are being furnished from strategic reserves stock and two generators 
will be purchased. An additional quantity of eleven generators were 
ordered for Headumrber^strategic and operational stock and future re- 
quirements the Far East. 


4. Five Motorola P-33 Transceivers were han dled expeditiously for 
shipment via Special Flight This action was 25X1 A6a 

prompted by Vice President Johnson’s forthcoming trip. 

5* Due to current political relationships shipments 

to this station have been reduce^^^Pouch channelT^^^^^jj|shipmei2&X1 C 
have also been stopped to is a refueldn^point for air- 

craft destined for this statiSn^^^^^^^^ 


25X1 A6a 6* An initial shipment for processed 

on a priority basis. Included in the request was a complete RS-1, M-28 
gear, 5U4 receiver and AS- 3 material. 


25X1 A5a1 


25X1 A5a1 


Users 



Tech Rep Contr act was renewed for 
services include 



X1A 
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Materiel Support Branch - Monthly Report for July 


II. ADMINISTRATIVE 


25X1 A9a 
25X1 A9a 


1. ET, was reassigned from IMB to the T&I 
Section on 5 July 1962. 

2. ET, was granted a year's leave of absence 
without pay from the Agency commencing 20 July 1962. 



25X1 A9a 
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